From: Nassif, Julianne (DPH) 

Sent: Tuesday, June 26, 2012 4:37 PM 

To: Vallaro, Guy (POL); Salemi, Charles (DPH); Hanchett, James (DPH) 

Subject: Spring 2012 PT Results 

Attachments: spring.2012.pt.pdf 


Attached is the official proficiency test report from Collaborative Testing Services (Drug Test 12-501) 
U7218B was analyzed in the Boston Lab 
U7218A was analyzed in the Amherst Lab 

Both labs scored 100% 

Julie 

JuiUti-me Nftsslf 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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